Why Choose a Reliable Company for Roof 

Restoration 

Over time, a roof wears out due to years of exposure to the elements. As the home's roof protects 
residents from harsh wind, rain and sun, it in turn comes close to damage and deterioration. It is 
important to always keep the roof in good condition. Leaks could happen during rain, causing flooding 
inside the house. 

When it comes to roof restoration in the greater Brisbane area, PJ Group OJd is the company to call. 
With more than 30 years of experience in the field of roof repairs and restoration, you can rest assured 
that your roof will be restored the best way possible. 

Quality Work at Competitive Prices 

The company boasts roof restoration services that are genuinely of top quality at competitive prices. 
The professional roof restoration Brisbane company employ only the best tradespeople adhering to the 
toughest quality standards. The company makes sure that clients get only the latest and best materials 
and methods available for roof restoration. As part of its efforts in quality enhancement, the company 
maintains a continuous improvement program to keep abreast with the latest techniques and trends in 
the industry. 

Thorough Process 

PJ Group OJd performs roof restoration using a thorough process to make sure that the repair work is 
done seamlessly. Its process starts with a roof inspection to evaluate all the materials and type of repair 
work that needs to be done. The company then assists the homeowner to select a colour that will be 
used for the roof after the restoration work. 

Before any actual repair is done, the professional roof restoration service safeguards other parts of the 
house that may be affected during the repair work. These would include the gutters, pipes and walls. 
Once that is done, the damaged tiles are replaced with new ones. To eliminate any lichens, moss and 
grime that have accumulated on the existing roof tiles, the roof is treated with high pressure water 
blasting. There are no chemicals mixed in with the water, so it is an environmentally safe method. The 
restoration work is completed with rebedding and repointing, after which the tiles are painted with the 
selected colour. 

Safety 

The company understands the safety risks involved in roof restoration work, so it makes sure that its 
methods and all its tradespeople abide by the occupational health and safety standards set for the 
industry. The company is also fully insured, so there should be no worry in case any mishap occurs 
during the restoration project. 



To learn more about the company's roof restoration services, visit www.pjroofing.com.au . 



